Realistic PRO-36 Radio Scanner 
200-0137 

Features 

Scans up to 20 Channels and the frequency-tracking front-end assures top sensitivity on all 
bands. 

Channel lockout key lets you temporarily bypass channels. 

Switch-able 2-second scan delay prevents missed replies. 

Multifunction LCD display with backlight. 

Keyboard lock button. 

Memory backup circuit for changing batteries. 

Includes detachable flex antenna and belt clip, BNC antenna jack, and earphone jack. 6V2 x 2 5/6 
X 1 5/8 “. Requires 6 “AA” or rechargeable batteries or AC or DC adapter 

Frequency Coverage: 

30-50 MHz VHF-Lo 

50-54 MHz 6m Ham 

108-136-975 MHz AM Air 

137-144 MHz Government 

144-148 MHz 2m Ham 

148-174 MHz VHF-Hi 

380-450 MHz 70cm Ham/Government 

450-470 MHz UHF-Lo 

470-512 MHz UHF-Hi 



